From: 

Sent: 

To: 


Office of Governor Roy Cooper [ncgovernor.webforms@gmail.com] 

9/30/2017 7:21:26 PM 

contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 

Subject: Form submission from: Contact Governor Cooper 

Submitted on Saturday, September 30, 2017 - 7:21 pm 

Submitted by anonymous user: 10.10.45.38 

Submitted values are: 

First Name Maren 
Last Name Poitras 
City Marshall 
State NC 

Email maren.poitras@gmail.com 

Phone Number 

Message 

Governor Cooper please OPPOSE granting a 401 water permit for the Atlantic Coast Pipeline. We need to 
transition to 100% Renewable energy. No new investments in fossil fuel infrastructure, these will be stranded 
assets as we cannot afford to burn these fossil fuels. NC Clean Path 2025 

The results of this submission may be viewed at: 

http s: //governor. nc. gov/node/11 /sub mi s si on/2273 8 



